CASA GRANDE LODGE 

2625 W. CENTRAL — ALBUQUERQUE, N. M. 
24 Rooms in Lodge — 80 Courts 
Air-Conditioned — Tile Baths 
Located on Highway 66 — West Albuquerque 
Phones in All Rooms — 24 Hour Service 
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